
A. 6 l 8 TJHF SYSTEM PER ECP 99»1 PAGE 5 . ALL ITEMS 120 DAYS 

B. AN/ARN”59 ADF SYSTEM PER ECP 99“ 1 PAGE 6 . ALL ITEMS 45 DAYS. 
2. TEST EQUIPMENT RECOMMENDATION TO SUPPORT ONE VEHICLE 

INSTALLATIONS 
25X1 A a. SUGGEST 


ISSUE A PURCHASE REQUEST FOR ONE EACH 


25X1 A 


75rs4i harness assembly. 

B» RECOMMEND OBTAIN FROM AIR FORCE ASSETS ONE EACH 

BIRD MODEL 82A 500 WATT DUMMY LOAD AND i WATTMETER STOCK NBR 

7CAC2J4388. 

END OF MESSAGE 
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